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Greeting 


To our many friends and patrons 
in all parts of the world who by 
mail, telegraph and cable have sent 
us messages brimfull of good wishes 
and good cheer, we (together with 
all San Francisco) send greeting. 

THE JOURNAL OF ELECTRICITY, 
PowER AND Gas shared and fared 
alike with all San Francisco in a 
total loss of its office and printing 
plant, saving onlyits records. We 
are viewing it, however, as a bless- 
ing in disguise, for it has shown us 
how deeply our readers appreciate 
THE JOURNAL, and their universal 
expressions of heartfelt sympathy 
have put us in such close touch with 
our subscribers and advertisers that 
we already feel largely reconciled 
and compensated for our loss and 
discomfort, 

We come to our readers in an 
abridged form, but we believe that 
this number, with its summary of 
news, its forecast of construction 
plans and its announcements of the 
new addresses of leading San Fran- 
cisco business houses, will have 
unusual interest for all, 

From now on the development 
will be so rapid that in order that 
Tue JouRNAL may satisfactorily 
chronicle this progress we shall 
issue it weekly. Each issue will be 
enlarged until within a short time 
the weekly will in size and appear- 
ance resemble the old-time month- 
ly. We feel sure that our readers 
will welcome this more frequent 
appearance of THE JOURNAL. 

Never before in the history of the 
world has such an opportunity 
come to the architects, engineers, 
builders and manufacturers as the 
present. And never before has the 
technical and industrial world been 


so well qualified to grasp such an 


opportunity. Here is unlimited 
scope for carrying into effect on a 
magnificent scale the most approved 
plans for fireproof buildings, for 
underground or overhead construc- 
tion, for modern equipment, for 
perfect sanitation, for adequate 
water supply and for ideal streets 
and parks. Here is work for the 
best talent for many months to 


come. San Francisco will become 
one great market for building 
materials, electrical and _ other 


roachinery, interior fittings and 
equipment, pipe, wire, etc,, equal 
to the combined demands of the 
entire balance of the country. 

A line in THE JouRNAL today is 
worth a page formerly. As the 
leading or only representative of 
the construction interests on the 
Pacific Coast, THE JouRNAL’s prob- 
lem will be one of space to accom- 
modate advertisements rather than 
that of advertisers to fill the space. 

Again we extend our thanks and 
greetings. We have already order- 
ed a modern printing plant and it 
will be installed in our own build- 
ing, so that within a brief period 
the wheels of business will move 
smoothly for us and the new Jour- 
NAL will be bigger and greater than 
we could ever have hoped for theold. 


Three of the big manufacturing 
establishments that escaped the fire 
resumed operations furnishing em- 
ployment to 1500 men. The Union 
Iron Works gave work to 800, the 
Risdon Iron Works started with 500 
men and the Falton Iron Works at 
Harbor View began operations with 
200 men. All these concerys could 


_use wx larger force but were unable to 


get all their men together. 


The State Building Trades Council 
has established headquarters at 
Laguna and MoAllister streets, 


OKONITE WIRE 
The Standard for Rubber Insulation 


Okonite Tape, Manson Tape 
Candee Weather-proof Wire 
Candee (Patented) Potheads 


THE OKONITE COMPANY 
253 BROADWAY NEW YORK 


Standard 
Underground Cable Co. 


Manufacturers of 
ELECTRICAL WIRES AND CABLES 


Bare and Insulated Wire and Cables 
for all services. Large stocks carried at 
our Oakland (Cal.) factory. 


PACIFIC COAST OFFICE: 
94 Bacon Biock OAKLAND 


Sub offices, Los Angeles, Cal.; Spokane, Wash. 


Meese & Gottfried . Co. 


Have a Full Stock of 


Power Transmitting Machinery 


at their works, Nineteenth and Harri- 
son Streets, San Francisco, and are in 
full operation, having sustained no 
damage. 


Vulcan Iron Works 


Have Reopened at 
1257 McALLISTER ST. 
SAN FRANCISCO 


ICE MACHINES 
General Electric Co, 


Pacific Coast Offices 
are located in Union 
Savings Bank Bldg. 


OAKLAND, CAL. 


Branch Office 
1759 GEARY STREET, S. F. 
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The Effect of the Earthquake and 
Fire on the Power and 
Lighting Situation. 

BY A. M. HUNT. 

The general situation, so far as 
electric light, gas and street railway 
service is concerned, has not yet 
sufficiently cleared to enable any 
careful review to be made; however, a 
brief statement of the _ resulting 
affects of the earthquake and fire 
upon the different power plants and 
stations, and upon the service they 
were giving in this city will be a 
matter of interest. 

The writer served as Secretary of 
the Citizens’ Committee on _ the 
restoration of light and power service, 
and was therefure able to get many 
facts tbat are pertinent. 

The Bryant Street power house of 
the United Railways Company was 
practically uninjured, the power could 
have been turned out from it at any 
and all times after the shake. Its 
North Beach plant was injured to a 
considerable extent; the roof of the 
building was thrown in; the staek was 
broken off part way up, and xome 
injury was caused to the machinery. 
From reports received it is probable 
that at least a portion of the machin- 
ery can be put into service in about a 
week. The fire left few of the lines 
of the service entire, except the line 
crossing the city on Fillmore Street 
and on Devisadero Street. The rail- 
way company, with commendable 
promptitude, commenced the work of 
clearing its lines, straightening up its 
feeder and trolly system immediately, 
and began to render service along 
Fillmore Street and lower Mission as 
far as Fifth, on the evening of April 
2ist. This service was discontinued 
the following day by request of the 
Citizens’ Committee, as a_ very 
hazardous condition, so far as the 
possibiiity of starting new fires was 
concerned, existed hy reason of the 
serious tangle of telephone’ wires, 
electric light wires and the railway 
system itself. The electric light com- 
pany and the telephone company 
were requested to disconnect all 
service wires leading into houses, and 
this was promply done. Each section 
as cleared was inspected carefully by 
inspectors of the Citizens’ Committee, 
and permits issued from time to time 
to the railroad company for starting 
ite different branches. 

Immediately after the fire, in order 
to enable service to be given on 
Market Street, the cable power 
bouse having been absolutely des- 
troyed, Mayor Schmitz gave the 
United Railways permission to erect 
thereon poles and trolly for eleetric 
car service. It was definitely stated 
that this permit was temporary only 
and revocable at any time. It re- 


mains to be seen whether the trolly 
service, once having been established 
on this main thoroughfare, will ever 
be removed. 

At the time of going to press very 
fair service is keing given between 
different portions of the city. The 
Mission Street line is being operated 
from Onondago Avenue to the ferry 
via Fifth and lower Market Street. 
Cross-town Jines are operating on 
Fillmore and Devisadero Streets. 
Service is being given from Fillmore 
Srteet west with a branch reaching 


Haight Street entrance of Golden 
Gate Park. Another line running 
from Fillmore Street goes out 


through the Richmond District to the 
Chutes, Connection has been 
established between the Mission 
Street line and the Potrero via 
Seventeenth and Kentucky Streets as 
far as the Union and the Risdon Iron 
Works. Other streets are being 
rapidly cleared, and will soon be in- 
cluded in the portions operated. 

The service of the electric light 
companies was’ temporarily but 
entirely paralzed. The Mutual 
Electric Light Company, whose plant 
was situated in the lower portion of 


the city, and the foundations for 
which were erected upon piles, went 
through the shake without any 


particular injury. 

The distributing "system, however, 
was badly tangled up, and the plant 
was held in readiness to give service 
as soon as this could be restored. 

The plant of the San Francisco Gas 
and Electric Company, located in 
the Potrero, suffered practically no 
injury from the earthquake. It was 
shut down as soon as the shake took 
place, and current was not again put 
on the lines for a number of days. 
The fire destroyed all of the sub- 
stations, and no 2000 volt service 
could be rendered without the in- 
stallation of transformers for this 
purpose. The first service given by 
the electric company, and authorized 
by the Citizens’ Committee, was for 
starting shops where employment 
could be given to a_ considerable 
number of men. In addition to this, 
certain of the arc circuits lighting 
streets were cleared of the tangle of 
adjacent wires, and the streets were 
lighted for the first time on the night 
of April 30th. 

Service is being restored to private 
premises and shops as rapidly as this 
can be done, and before any service 
will be reconnected the premises 
must be inspected by the Department 
of Electricity of the City and County. 
During the existence of the Citizens’ 
Committee it worked with the 
Department of Electricity, and {all 
permits required the signatures of 
both the Department and the Com- 


(CONTINUED ON PAGE 4) 


Westinghouse Electric & 
Manufacturing Co. 


San Francisco Office 


1843 FILLMORE STREET 


Near Bush Street 


Oakland Office 1115 BROADWAY 


Telephone Oakland 7482 


SIMPLES 


RUBBER INSULATED WIRES AND 
CABLES 
Aerial—Submarine — Flameproof—Lead 
Covered—Steel Taped 
STANDARD ELECTRICAL WORKS 
AGENTS 
Atlas Building, 604 Mission St., San Francisco 


Fert Wayne Electric Works 
FORT WAYNE, IND. 


We make, sell and install complete Lighting 
and Power Plant apparatus supplies of all 
kinds — Generaturs, Motors, Switchboards, 
Transformers, Arc Lamps, Wattmeters, etc. 


Pacific Coast Office: 
67-68 Blake Block OAKLAND, CAL. 


A. F. ESTABROOK 


Headquarters for 


CEDAR POLES 


SAN FRANCISCO 


‘UNION’? COMPOSITE 
DISK VALVE 
For Medium Steam Pressure and 
Hot Water Heating 
Manufactured by 
THE WM. POWELL COMPANY 
Cincinnati, Ohio 


For Sale by BAKER & HAMILTON 
2701 Pacifie Avenue San Franeisco 


Hunt, Mirk & Co. 


ENGINEERS 


POWELL 





Pacific Coast Representatives of 


WESTINGHOUSE MACHINE CO. 
Have opened temporary offices at 


EUCLID AVENUE 
BERKELEY, CAL. 


1625 


H. S. White Machinery Company 
130 Beale Street 


Still have their shops and yards corner Ninth 
and Brannan intact 


Plenty of Pipe, Boilers, Engines, Pumps, Etc. 


GENERAL WRECKING A SPECIALTY 


A Temporary Office of HEALD’S BUSINESS 
COLLEGE and of HEALD’S SCHOOL OF 
MINES AND ENGINEERING has been opened 
at 1451 Franklin Street, 8. F. Both schools will 
be reopened as soon as suitable quarters can be 
obtained. 
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NEW LOCATION DIRECTORY. 


THe JouRNAL OF ELECTRICITY, 
Power AND Gas will keep for pub- 
lic reference a register of new ad- 
dresses of all electrical and other 
machinery houses of San Francisco 
and vicinity, also dealers in build- 
ing materials and fittings, engineers, 
contractors, architects and builders. 
All business houses are invited to 
send to us at any time for addresses 
desired. To guard against any 
omissions our readers are requested 
to send us their new addresses to 
be included without charge in this 
directory. 


New San Francisco. 


BY D. H. BURNHAM 


“What San Francisco requires is 
the intelligent study and economic 
reform of its present street distri- 
bution rather than any immediate 
expansion. 

“A scattered city entails unneces- 
sary labor in teaming and in traffic 
generally, As it extends its outer 
boundaries it is apt to have its 
center honey-combed with neglect- 
el, deleterious quarters. So, while 
there must be expansion, it should 
be rather by carefully-studied high- 
ways than by ill considered tracts 
with no main artery. 

“The first step in civic improve- 
ment should be towards ideal 
streets, faultless in equipment and 
immaculately clean. Until this is 


taken, monuments and statues are 
out of place; men and events can be 
much more effectually commem- 
orated by street improvements.” 

Another very important matter 
should be carefully considered at 
this time, the centralizing of allied 
interests, for example, the electrical 
and machinery houses, engineers, 
architects and builders should be 
within a radius of three blocks from 
Howard and Second Streets, as 
nearly all the financial interests 
were within that distance of the 
Mills Building—now is the time to 
act. 


Greater San Francisco. 


BY BISHOP NICHOLS. 


While the city still burned the 
bankers and insurance men organ- 
ized for the discharge of their duty 
as stewards of the people’s money, 
The newspapers, by a miracle of 
energy, resumed their daily func- 
tions while the red glare was still 
in the streets. The merchants 
gathered amid the ashes of their 
wealth to forbid the profit that 
would have come to them by the 
natural rise in the price of neces- 
sities of life. The Labor Council 
met at the Mayor’s call and artis- 
ans without a dollar left in the 
world resolved to refuse an increase 
of wages. This is the spirit of San 
Francisco and we are proud of it. 

But we must have more than 
money, food, determination, if we 
would rear the greater San Fran- 
cisco. We must put the San Fran- 
cisco spirit into religion also. No 
city has ever flourished long that 
counted God out. Let the men 
who believe in God bring of the 
best that is in them—not theit 
money but their manhood—to the 
support of God’s cause. Let them 
rally around the churches and syna- 
gogues. Let us have a manlier, 
broader, more practical religion, 
We must work now, build, achieve, 
be brave. We have not much time 
to pray. But we should be fools, 
building on the sand, if we forgot 
God even while He leads us forth 
from the shadow of this greatest 
calamity of modern times. We 
must obey His will. Then to labor 
will be to pray. 


SAVED 


Warehouse, Office and Factory of 


California 
Electrical Works 
642 FOLSOM ST., S. F. 








Pacific Coast Agents 
WESTERN ELECTRIC COMPANY 


We are still making 
Prompt Shipments and Good Prices 


All Orders are 
RUSH ORDERS 


The largest stock on the Pacific Coast 


Look for “Energy” as usual 


Willamette Iron Works 


PORTLAND, OREGON 





Designers and Manufacturers of 


Marine and Steamboat Machinery 
Logging and Hoisting Engines 
Power Transmitting Machinery 
Pacific Coast Saw Mill Machinery 
Electric Hoists 


Western Electric Works 


Distributing Agents for 


WAGNER MOTORS 


All sizes from 1 to 30 H. P. carried in stock. 
Full line oi General Electric Supplies. 


61 SIXTH ST. PORTLAND, OR. 








Economical Northern Machines 
BEST FOR YOUR WORK 
Bulletin No. 519 
NORTHERN ELECTRICAL MFG. CO. 
ENGINEERS—MANUFACTURERS 
MaDIson, Wis., U. S. A. 
Temporary Address 


936 POPLAR ST. OAKLAND 





United States Cast Iron Pipe and 
Foundry Company 


Manufacturers of 


Cast Iron Pipe 


For Water, Gas, Sewage, Culverts, 
Drains, etc. In all regular sizes 3-in 
to 84-in. 

General Offices 


71 BROADWAY, NEW YORK 


Cable Address, Useipipe, New York 


Pacifie Coast Sales Office 


SAN FRANCISCO. 





OHMEN GAS ENGINE CO. 
Now located at 
772 NOE ST. SAN FRANCISCO 
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Effect of Earthquake and Fire’*. was responsible for the promptness 


(CONTINUED FROM PAGE 2) 


mittee. The service rendered by the 
Department, of Electricity was very 
prompt and efficient, and its co- 
eperation with the Citizens’ Com- 
mittee was perfect in every way, and 
there was absolutely no _ friction 
between the two. 

The gas plants throughout the city, 
with the exception of the North Beach 
plant of the S. F. G. & E. Co. were 
almost uninjured, so that there is 
ample gas generating capacity to 
supply the community as it existed 
before the fire. At first it was 
thought that the system of mains was 
shattered to such an extent that it 
would require months to reestablish 
any service whatever, but after a 
more careful examination, and ag 
work is progressing, the situation has 
cleared materially. 

Along Van Ness Avenue there were 
a number of explosions in the 30 
inch main on that street which split 
lengths of the pipe anc burst the 
bituminous pavement above’ them. 
As soon as the earthquake took place 
ali valves at the works shutting gas 
off the city mains were closed. The 
mains themselves contained several 
hundred thousand cubic feet of gas, 
and it was sometime before this gas 
was entirely expended, in fact several 
persons living at elevated points in 
the residence district state that they 
cooked with gas as late as Thursday 
evening after the shake. It is more 
than probable that some of these 
parties were responsible for the 
explosions in the mains, for as the 
pressure weakened the flame from 
any lighted burner would flash back 
through the main to a point of 
explosive mixture of gas and air with 
disastrous results. The gas company 
has been cutting oft all bouse service 
at the meter cock, and before gas 
service is restored to any building 
an inspection and test of the house 
piping will have to be made. This 
test will, if the plans suggested by 
the Citizens’ Committee be carried 
out, consist in filling the mains in 
the street, section by section, and 
then turning the gas on the house 
through the meter, and watching the 
test dial for an interval of time to 
determine whether any gas passes 
through the meter when all gas 
burners are closed. If the dial does 
uot move under these circumstances 
the piping can be deemed tight and 
can be safely used. 

The inspection work of the com- 
mittee was carried out by various 
engineers of the city, who gave their 
service without compensation, and the 
thanks of the community are due to 
these men, and to Mr. Rudolph 
Spreckels, the chairman of the com- 
mittee, who, more than anyone else, 


and efficiency With which the com- 
mittee acted. 


Brief Interviews With Leading 
Manufacturers and Dealers 
on Present Situation and 
Prospects. 


California Electrical Works—We were 
one of the few notable exceptions in 
saving our new buildiug and stock intact, 
and with increased business everything 
is running. as smoothly asever. With 
our own lighting plant, our own special 
telephone connections and our own com- 
plete trucking system, we are in a pecu- 
liarly fortunate position to fill orders 
promptly and satisfactorily. 


Chas. C. Moore & Co.—We have twen- 
ty carloads of goods just arrived and 
thirty more en route. We shall be able 
to complete our existing contracts, in- 
cluding those at Los Angeles and Tono- 
pah. Weshall soon be in our new build- 
ing on Mission Street, corner First, San 
Francisco. 


The Westinghouse Electric and Man- 
ufacturing Company—Mr. Briggs states 
that they are drawing upon the stocks of 
their Los Angeles and Seattle offices, but 
will have thirty carloads here in about 
three weeks. They will remove in about 
ten days to a temporary galvanized iron 
building at Second and Harrison streets, 
San Francisco, until the ten-story steel 
structure to be erected at Second and 
Natoma streets, to be known as the 
Westinghouse Building, is ready for 
occupancy. : 


General Electric Company—We are 
fortunate in having a large number of 
induction motors on hand and ten car- 
loads now in freight depot of miscel- 
laneous material; also twenty additional 
carloads (including machinery and sup- 
plies) were shipped us before the fire 
and are due in about ten days. We 
have considerable additional stock to 
draw from at Los Angeles and Portland, 
thirty carloads have been shipped since 
fire and are due in thirty days. We 
shall build a warehouse and repair shops 
at Emeryville, Cal. 


The John M. Klein Electrical Com- 
pany (Inc.)—We were fortunate in hav- 
a large quantity of electrical goods on 
their way here before the fire and these 
have since arrived. Our office is only 
temporarily in Oakland, and within ten 
days we shall be back in San Francisco. 


Geo. E. Dow Pumping Engine Com- 
pany—We saved all our engine drawings 
and will within a short time be in full 
running operation again. We can com- 
plete all orders on hand and be ready 
for new business by June Ist. 


Brooks-Follis Company—A shipment 
just received of eleetrical supplies will 
enable us to promptly fill all our orders. 
We saved ourjrecords. 


Professional Cards. 


Cory, Meredith & Allen, Contra Costa 
Water Company Building, Ninth and 
Washington streets, Oakland. 


Donald C. Jackson, C. E., Madison, Wis. 
William B. Jackson, M.E., Madison, Wis. 


H. M. Byllesby & Co. (Inc.). 171 La 
Salle Street, Chicago. 

Edward F. Cannon & Co., 309 McKay 
Building, Portland, Or. 


Leon M. Hall, 814 Hayward Building, 
San:Francisco. 


R. 8. Masson, 709 Pacific Electric Build- 
ing, Los Angeles. 


W. Stuart Smith, 2538 Dwight Way, 
Berkeley, Cal. 


H. C. Thaxter, Atlas Building, 604 Mis- 
sion Street, San Francisco. 


C. F. Wakefield, room 22, Porter Build- 
ing, San Jose, Cal. 


Van der Nailen’s School of Practical 
Engineering, Telegraph Ave. and 51st 
St., Oakland. 


Clem A. Copeland, M. E., Bradbury 
Building, Los Angeles, Cal. 


Robert McF. Doble, San Francisco, Cal., 
Colorado Springs, Colo. 


Mutual Gas and Engineering Company, 
San Francisco, Cal. 


Smith, Emery & Co., 1106 Broadway, 
Oakland. 


Rudolph W. Van Norden, San Francisco, 
Cal. 


Allis- 
Chalmers Co. 


MINING MACHINERY 
ELECTRICAL MACHINERY 
CORLISS ENGINES, Etc. 





Address all mail to temporary office 


Room 21,906 Broadway 
OAKLAND 


Tel. Oakland 855 


GEO. E. DOW 


PUMPING ENGINE CO. 


Have opened a Temporary 
Offiee of the Company at 


3116 Washington St. 
SAN FRANCISCO 








Brown-Spear-Sloane Company — We 
are temporarily located at the factory 
office of the Pacific Wire and Steel Com- 
pany, East Oakland, until we can secure 


accommodations in San Francisco. We 
have large stocks of rubber covered, 
weatherproof and galvanized wires on 
hand for immediate delivery, and large 
stocks are now en route from the Strom- 
berg-Carlson Telephone Manufacturing 
Company, Hart & Hegeman Manufac- 
turing Company, Pass & Seymour and 
the American Electrical Works; also 
Flexduct and Economy conduit and 
other supplies. The splendid ware- 
housing facilities that are at our com- 
mand at the factory will enable us to 
house a great deal of this material on 
this side, so we will be able to make im- 
mediate deliveries of our material before 
very long. 


Hunt, Mirk & Co.—AIl office corre- 
spondence and plans were saved from 
the fire, and we are in good shape to 
take care of all our existing contracts 
and any new business intrusted to our 
company. 


Stanley G.-I. Manufacturing Company 
—In the same office there is also located 
the Northern Electric Manufacturing 
Company, the Fort Wayne Electrica} 
Works, and the Sprague Electrical 
Works. Mr. Parker says, ‘‘we have now 
due three carloads of alternating current 
transformers and motors (Stanley) and 
one carload of Northern Electric direct 
current goods is en route; also 135 trans- 
formers, and thirty-seven induction 
motors were shipped by the Stanley G.-I. 
immediately after the fire. We shall 
remove within ten days to the Atlas 
Building, 604 Mission Street, San Fran- 
cisco. 


Allis-Chalmers Company—We have 
three carloads of electrical machinery on 
the way from Milwaukee, one shipped 
on April 19th, one on the 20th and one 
ou the 23d. We have secured temporary 
warehouses in San Francisco at Brannan 
and Eighth streets. All our records are 
intact. 


Pierson, Roeding & Co.—We have on 
hand a large number of porcelain insul- 
ators not injured by the fire. We have 
shipments en route of railway material, 
insulators and, wire. 


Tracy Engineering Company — We 
have a large shipment en route of Nord- 
berg engines and Wheeler condensers. 
We are ready for business and can exe- 
cute orders without any inconvenience to 
our customers. 


Wagner Electric Company—We will 
reopen in San Francisco within a few 
days at 1701 Geary Street, keeping our 


Oakland branch as a shipping depot. ; 


Two carloads of Wagner goods are on 
their way, one having left several days 
before the fire, We have several motors 


on hand for immediate orders. 





Century Electric Company—We had a 
large branch store in Oakland and the 
large stock carried there enables us to 
fill all orders for lamps, wires, sockets, 
motors, etc. In addition a carload is 
now due. 


Pelton Water Wheel Company—We 
are comfortably domiciled in Oakland, 
but shall have our new building at 1922 
Harrison Street, San Francisco, ready by 
June 15th. This was uninjured by fire. 
We can guarantee quick delivery on all 
orders, indeed as promptly as before the 
fire. We saved all our records, also 
drawings, etc. 


Standard Underground Cable Com- 
pany—Our San Francisco office was a 
total loss, but our stock and equipment 
at our Oakland factory was undamaged. 
We are ready for business. Large addi- 
tional stock of rubber covered, weather 
proof and bare copper wire is now en 
route. 


The Electric Company—The M. Levy 
Company (Inc.) state that The Levy 
Electric Company, with a temporary 
office at 548 Second Avenue, Richmond, 
will conduct the electrical department of 
The M. Levy Company until further 
notice, and all bills due by The M. Levy 
Company (Inc.) will be paid at 3310 
Sixteenth Street, San Francisco. 


Electric Storage Battery Company— 
We will have a storeroom and stock 
ready in about thirty days and will give 
prompt attention to all requests and 
orders. Our construction department 
will temporarily have quarters with us. 
We have just closed a contract with the 
Edison Electric Light Company of Los 
Angeles for an enlargement of their 
plant. 


A. 8S. Keeler & Co.—We were hardly 
scorched by the fire and can do business 
exactly as before. We have full stock to 
draw from and invite orders at former 
prices. 


Occidental Machinery Company—Mr. 
Cornwall says, ‘‘we have several car- 
loads of compressors, hoisting engines, 
steam and electric, Standard safety 
water tube boilers, Hunt industrial rail- 
way track and cars, electric generating 
sets and other machinery on the way and 
ready for shipment. Specifications and 
estimates given contractors for complete 
plants. 


Van Emon Elevator Company—We 
have already got our ground cleared and 
temporary building will be completed 
by Monday. Within a week or ten days 
we will be in running order and ready 
for business. 


John A. Roebling’s Sons Company— 
We have a large shipment of wire at the 


- Pacific Mail Dock and more en route by 


steamer and rail. Meanwhile we are 
drawing upon our Seattle, Portland and 
Los Angeles stocks, 
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John R. Cole Company—We have full 
assortments of all our lines now on the 
way to us and our new building in San 
Francisco will shortly be ready for occu- 
pancy. 

Baker & Hamilton—We are now fill- 
ing orders from our branch houses in 
Sacramento and Los Angeles. We have 
large stocks of contractors’ and builders’ 
supplies on hand. 


West Coast Machinery Company—We 
were burnt out, but rushed in telegraphic 
orders while flames were still raging and 
can soon supply all our lines of machin- 
ery. 


PERSONAL. 


Mr. H. J. White has taken a position 
with the California Electrical Works; 
also Mr. Benjamin C. Holst has been 
engaged as travelling salesman for same 
concern. 


The Pelton Water 
Wheel Company 


Has Temporary Offices at 


1259 ALICE STREET 
OAKLAND, CAL. 


Prepared to furnish on quick delivery 
from its Eastern shops, Water Wheels, 


Sheet Steel Riveted and Lap Weld Pipe, 
Machinery, etc. 


Send for Catalogues 








ELECTRIC RAILWAY 

MANUFACTURERS’ 

SUPPLY COMPANY 
NOW AT 


1668 FELL ST. SAN FRANCISCO 





BROOKS - FOLLIS 
ELECTRIO CORP. 
Have Opened Temporary Quarters 


563 13TH STREET OAKLAND 





THE ELECTRIO COMPANY 


Have Opened 
Temporary Offices at 


548 SECOND AVE. RICHMOND 





We are prepared to build water water wheels 
for all heads of water and power 


KNIGHT’S WATER WHEELS 


From 2 to 6 feet in diameter and from 10 to 1000 
horsepower. Wheels inclosed in iron 
cases from 6 to 24 inches 


KNIGHT & CO., SUTTER CREEK, CAL. 
Fulton Iron Works Agents, San Francisco, Cal. 


HALLIDIE MACHINE CO. 


Seattle Spokane 
815-317 Second Ave. So. 302 First Avenue 


Can make quick shipments from stock of 


Machine Tools, Steam Plant Equipment, Gas 
Engines. Marine and Stationary Air Com- 
pressors, Rock Drills, Pneumatic Mach- 
inery, Wood Working Machinery, etc. 








H. W. Johns-Manville Co. 


Manufacturers of 


Asbestos and Magnesia Pipe and 
Boiler Coverings, Asbestos 
Packings, Roofings, etc. 


Temporary Headquarters 
1301 GOLDEN GATE AVENUE 
Cor. Fillmore Street, SAN FRANCISCO 


JohnR. Cole & Co. 


Pacific Coast Sales Agents for 


New York Insulated Wire Co. 

The Cutter Company 

American Circular Loom Co. 

The Bossert Elec. Construction Co. 





Have established temporary offices at 


2305 SCOTT STREET 
SAN FRANCISCO 


Columbia 
Engineering Works 


PORTLAND, OR. 
Offer Quick Delivery of 


STEEL CASTINGS 





Made in their own steel foundry either 
from patterns furnished or from their 
own large assortment on hand 
Boring, Key-Setting, Turning, Planing, 
Drilling, Milling or Fitting Work 
Done Promptly and Well 


SEATTLE 
ELECTRIC COMPY. 


907 FIRST AVE., SEATTLE 
Offer Quick Deliveries for Stock of 
ELECTRIC GENERATORS 
ELECTRIC MOTORS, METERS 
TRANSFORMERS, BATTERIES 
INSULATORS, ELECTRIC 
FIXTURES, ELECTRIC SIGNS 
ELECTRIC WIRE, ELECTRIC 
HEATING DEVICES, Ete. 


West Coast Machinery Go. 


Temporary office: 
753 COLE ST. SAN FRANCISCO 











THE ELECTRIC STORAGE 
BATTERY CO. 
Have opened Temporary Offices at 
525 13TH ST. (Eva Bldg.), OAKLAND 


You Must Have CLEAN BOILERS to Produce CHEAP POWER 


Dearborn Drug and Chemical 


New York, 299 Broadway 
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S. H. HARMON LUMBER CO. 
FULL STOCK WIRE MOULDINGS 
First and Brannan Streets, S. F. 

Shipments arriving daily by water and rail. 


Send all remittances to 1921 Fillmore Street. 
Can leave orders at the above address. 





CALIFORNIA 
INCANDESCENT LAMP CO. 
Have Reopened at 
604 MISSION STREET 


Ground Floor, Atlas Building, S. F. 


Abner Doble Company 


Temporary Office 
2611 BROADWAY, Between Scott and 
Devisadero Streets, San Francisco. 


Temporary Branch Office, 668 Broadway, 
Oakland. New works under construction 





REVOLVING FIELD ALTERNATORS 


NATIONAL ELECTRIC CO. 
MILWAUKEE 





San Francisco address to be announced 
shortly. 





GEO. E. CARTER CO. 
ROUND RED CEDAR POLES 


SAWN REDWOOD 
Temporary office 


3637 CLAY ST. SAN FRANCISCO 





H. G. AYLESWORTH 


ELECTRICAL 
SUPPLIES 





Temporary Office: 
Cor. CALIFORNIA AND PIERCE STsS., S. F 





PIERSON, 


ROBDING & GO. 


Temporary Office, 23 BLAKE BLOCK, OAKLAND 
Wiil locate permanently in Rooms 409-415 MONADNOCK BLDG., S. F., on June 1 
Branch Offices: SEATTLE, LOS ANGELES ‘ 
Successors to JNO. MARTIN & CO. and MARTIN PIPE AND FOUNDRY CO. 
PACIFIC COAST AGENTS FOR 





LOMBARD WATER WHEEL 
GOVERNORS 


Governors adapted for every possible 
class of service. 


FIBRB CONDUIT 


POLE BRACKETS FOR ALL 
REQUIREMENTS. 


Made by OHIO BRASS COMPANY. 


FOR UNDERGROUND CIRCUITS 
Cheaper and better than Tile or Paper. 





CABLE INSULATORS 


Porcelain and Glass. 


VICTOR INSULATORS FOR ALL 
VOLTAGES. 


Made by LOCKE INSULATOR MFG. CO. 





THE PITTSBURG REDUCTION 
COMPANY 


Makers of ALUMINUM WIRE. 








Chas.C. Moore & Co. 


ENGINEERS 





Temporary Branch Office, 417 14TH STREET, OAKLAND 
Temporary Main Office, 3100 WASHINGTON ST., SAN FRANCISCO 


—_Oo——_—_ 


Permanent offices now being arranged. 


BUILDING IN 


SAN FRANCISCO 


Notice later. 





WAGNER ELECTRIC MFG. CO. 


Are Located at 


405 12TH ST., 


SAN FRANCISCO 


OAKLAND, and 1701 GEARY ST., Cor, Webster, S. F. 


A. J. MYERS, Manager. 


DEARBORN FEED WATER TREATMENT 
will keep the Boilers Clean and at Low Cost 


Wrorka 
Chicago, Postal Telegraph Building 








